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Abstract 


The  data  presented  herein  constt tutes  a  complete  and 
accurate  account  of  the  procedures,  criteria  and  conclusions 
associated  with  the  Reliability  and  Maintainability  Assess¬ 
ment  performed  on  the  Laser  Scanner  Image  Generation  System. 
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1.0  INTRODUCTION 

1 . 1  Scope 

y  This  document  sets  forth  the  procedures,  criteria  and 
conclusions  associated  with  the  Reliability  and  Maintainability 
Assessment  for  the  Laser  Scanner  Image  Generation  System.  J 

1  • 2  Appl Icatl on 

This  document  Is  applicable  to  Contract  N  6 1  339-74-C-0039  , 
Item  0026,  Reliability  Demonstration.  The  equipment  subject  to 
evaluation  is  defined  as  Item  0003,  laser  Scanner  Image  Generation 


System. 

1 . 3  Associated  Documents 

The  following  documents  were 

port: 

1.3.1  Specifications 

NTEC  Specification  222-1183 
dated  5  November  1979 

1.3.2  Standards 
MI L-STD- 757 

MIL-STD-785A 

M I L- STD- 72 1 B 

1.3.3  Other 
Singer-Link  Document 


ized  to  develop  this  re- 


Specification  for  AH-IS 
(Cobra)  Flight  Simulator, 
Device  2838 


Reliability  Evaluation  from 
Demonstration  Data 

Reliability  Program  for 
Systems  and  Equipment 

Definitions  of  Teris  for 
Reliability, Maintainability, 
Human  Factors  and  safety 


Procedure  for  12  day  Re¬ 
liability  and  Maintainability 
(RAM)  Assessment,  Laser  Scanner 
Image  Generator  Product  De¬ 
velopment  Program 
Rev.  A,  11-26-80 
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Other  (cont'd) 


LR-979 


Laser  Scanner  Image 
Generator  System  Study 
Final  Report  28  November  1979 


1 . 4  Def 1 n 1 ti ons 

Definitions  of  terms  used  throughout  this  document  are  those 
of  MIL-STD-7218. 


1.5 


Abbrevl a ti ons /Symbol s 
SPD 

NTEC 
MTBF 
MTTR 
LS  I G 


Simulation  Products  Division 
of  Singer 

Naval  Training  Equipment  Center 
Mean -T 1 me -Be tween- Fa  1  lure 
Mean-Tlme-To-Repalr 
Laser  Scanner  Image  Generation 
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TEST  OBJECTIVES 
The  objective  of  the  12  day  assessment  was  to  evaluate  the 
re  1 1 abi 1 i ty/mal ntainabll i ty  potential  of  the  LSIG,  specifically  with 
regard  to  operational  availability.  Data  accrued  on  the  breadboard 
system  concerning  those  design  characteristics  Influencing  operational 
availability  -  reliability,  stability,  and  maintainability  -  was  to  be 
combined  with  data  from  operation  during  the  development  period  and 
vendor  data  to  accomplish  this  objective. 

To  the  extent  possible,  parametric  estimates  were  to  be  de¬ 
veloped  and  compared  to  the  design  goal s <establ 1  shed  In  para.  3. 1.2(3) 
of  the  Link  S.O.W. 

3.0  DESCRIPTION  OF  TEST  ITEM 

The  LSIG  has  been  described  in  detail  In  section  1.3  of  the 
LSIG  system  study  final  report  LR-979.  The  breadboard  system  used  in 
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the  development  program  was  the  test  Item  evaluated  during  the  12 
day  period.  Block  diagrams  of  the  breadboard  LSIG  and  Laser  table 
are  provided  In  Figure  1  and  Figure  2. 

The  laser  table  as  designed  Is  an  optical  bench  used  for 
producing  and  mixing  the  outputs  of  three  lasers  to  provide  a  "white 
light”  beam  consisting  of  four  major  laser  lines.  In  addition  to 
the  conventional  red,  green,  and  blue  laser  lines,  It  was  found  that 
a  fourth,  "yellow"  l<ne  Is  necessary  for  hioh-f 1  del  1 ty  color  repro¬ 
duction.  The  red  Is  obtained  from  a  krypton  laser,  the  green  and 
blue  from  an  argon  laser,  and  the  yellow  from  a  dye  laser  pumped 
with  the  excess  green  light  emanating  from  the  argon  laser. 

4.0  ASSESSMENT  CONDITIONS 

4 . 1  Assessment  Location  and  Schedule 

The  assessment  was  conducted  at  Librascope,  Glendale, 
California.  It  commenced  on  1  December  1980  and  was  completed  on 
12  December  1980. 

4. 2  procedures 

The  assessment  was  conducted  in  accordance  with  the  Reliability 
and  Maintainability  Test  Procedures.  The  procedure  is  included  as  Ap¬ 
pendix  A  of  this  report. 

4 . 3  Environmental  Conditions 

The  assessment  was  conducted  under  normal  operating  conditions 

of  the  test  facility.  These  conditions  are  as  follows: 

Lab  ambient  air:  Temp  70  ±  2  typical 

Humidity  55  +  15^  typical 
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Laser  table  air:  Laboratory  Ambient 

Filtered  (95X  atmospheric  Particles  Removed) 
235  CFM  Flow  Rate 


Laser  cooling 
(Plasma  tube  and 
power  supply) 


Water,  closed  loop  system 

60°F  9  45  PSIG  (Argon) 
60°F  @  30  PSIG  (Krypton) 


Electrical:  Commercial,  unconditioned 

Power 


4. 4  Equipment  Operation 

Equipment  operation  was  scheduled  for  a  period  of  12  days 
with  a  2  day  break  after  the  first  5  days  of  testing.  The  dally 
test  cycle  consisted  of  a  16-hour  period  with  the  system  at  full 
power  and  a  8-hour  period  with  the  system  off.  System  performance 
parameters.  Including  power  output  levels  of  the  lasers.vldeo  levels 
of  the  red,  green  and  blue  channels,  field  of  view  centering,  color 
registration  of  the  system,  and  system  resolution  were  measured  and 
recorded  periodically  during  the  16  hour  period. 

4.5  Maintenance 

The  Laser  Scanner  system  was  routinely  operated  and  main¬ 
tained  by  Llbrascope  Engineering  personnel.  Spectra-Physl cs  and  Lexel 
personnel  provided  technical  assistance  on  an  as  needed  basis.  In¬ 
cluding  a  visit  to  the  test  facility  by  Spectra-Physlcs  and  via  tele¬ 
phone  (see  results  discussion). 

All  maintenance  actions,  Including  adjustments,  were  documented. 

4 . 6  Support  Equipment 

No  support  equipment,  other  than  that  utilized  to  perform 
normal  maintenance  and  test  of  the  system  was  required  during  the  assess¬ 
ment.  This  equipment  consisted  of  the  following: 
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5  Channel  Probe  Servo  Director 
Photo  Multiplier  Test  Box 
Test  Transparency 
50  MHZ  Oscl 11 oscope  (2 ) 
Volt-Ohm* Mllllammeter 

Power  Meter,  0-10  Watts 


Singer  Test  Fixture  C4154 

Singer  Test  Fixture 

Singer  Test  Fixture 

Tektronix  Model  454 

Triplett  Model  630-T-APU 
#30152 

Coherent  Radiation  Model 
210  #2929 


5.0  TEST  RESULTS 

The  breadboard  LSIG  system  accrued  a  total  of  115.5 
operational  hours  over  10  operational  days  (12  calendar  days). 

Appendix  B  of  this  report  contains  the  official  log  of 
the  assessment.  The  data  from  the  assessment  has  been  organized 
Into  three  broad  categories  as  follows: 

1)  System  stability 

2)  Critical  failure  modes 

3)  Parametric  estimates 

5 . 1  System  Stability 

System  stability  was,  for  assessment  purposes,  evaluated 
with  respect  to  the  capability  of  the  system  to  commence  operation 
on  schedule  and  to  operate  within  tolerances  without  frequent  main¬ 
tenance. 

The  system  was  able  to  commence  operation  at  the  desired  time 
(generally  0700)  40%  percent  of  the  time.  Argon  laser  problems  and 
the  unavailability  of  a  replacement  laser  during  the  first  week  of  test 
were  significant  factors  Inhibiting  system  readiness. 
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The  Impact  of  the  8  hour  power-off  period  produced 
alignment  problems,  which  on  several  occasions  caused  delays  In 
commencing  operation.  The  exact  cause  of  the  change  In  alignment, 
has  not  been  determined  but  It  Is  believed  to  be  related  to  thermal 
stability  of  the  laser  table,  since  the  breadboard  table  Is  extremely 
sensitive  to  temperature  change.  The  typical  temperature  differences 
between  the  end  of  the  day  and  turn-on  was  2-3°.  Limitations  In  the 
ease  of  alignment  of  the  breadboard  system  also  contributed  signifi¬ 
cantly  to  delays  In  the  morning.  In  general,  however,  delays  were 
90  minutes  or  less. 

Stability  on  the  whole,  after  operation  commenced,  was 
good.  The  ability  of  the  breadboard  to  operate  within  tolerance  Is 
portrayed  In  Figure  5  through  12.  These  graphs  were  developed  from 
the  measurement  data  on  the  logs.  The  ambient  temperature  and  humidity 
graphs.  Figures  3  and  4  respectively,  are  Included  for  reference  be¬ 
cause  of  the  previously  defined  Interaction  with  the  breadboard  align¬ 
ment. 

Color  registration  (no  graph  developed)  was  typically 
less  than  2  arc  minutes,  and  worst  case  was  8  arc  minutes.  Note 
that  the  implied  specification  at  turn-on  was  +8.4  arc  minutes  In 
the  central  circle  (.8  picture  height  diameter)  with  degradation 

during  operation  to  +21.2  arc  minutes  permissable. 

Field  of  view  centering  (no  graph  developed)  was  rated  fair. 
Although  some  drifting  was  observed,  drift  was  usually  less  than  7 
arc  minutes  vertically  and  10  arc  minutes  horizontally  with  a  worst 
case  drift  of  20  and  50  arc  minutes  respectively.  The  auto  Image 
correlation  feature  of  final  design  and  the  beam  angle  servo  will 
correct  this  problem. 
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Laser  power  output  (see  Figures  3,  4,  and  5)  was  very 
good  except  when  attributable  to  equipment  failure.  The  Lexel  Krypton 
laser,  which  was  last  aligned  in  June  of  1980  during  factory  refur¬ 
bishment,  exhibited  some  graceful  degradation  in  output.  Re-alignment 
of  the  laser,  on  the  final  day  of  test,  was  the  only  laser  power  ad¬ 
justment  of  the  entire  assessment  other  than  during  the  fault  isolation 
and  replacement  of  the  Spectra-Phys Ics  Argon  laser. 

Note  that  the  yellow  dye  laser  is  "pumped"  by  a  portion  of 
the  Argon  laser  output  and  Is  therefore  dependant.  The  dye  laser  output. 
Figure  7,  Is  Influenced  by  table  alignment  and  the  power  outputs  of 
the  Argon  laser.  Figure  5.  The  dye  laser  output  correlates  with  the 
output  levels  of  the  Argon  laser  as  can  be  seen  In  the  Figures. 

Video  levels.  Figures  8,  9,  and  10,  were  also  generally  good, 
but  exhibited  more  drift  than  any  of  the  other  parameters  monitored. 

In  reviewing  this  data.  It  should  be  noted  that  the  electronics  were 
not. gain  stabilized,  a  deficiency  corrected  In  the  proposed  final 
design. 

The  nominal  video  output  Is  0.7  +  0.1  volts.  The  green 
video  level  fell  within  the  desired  range  approximately  80%  of  the 
time.  Red  video  level  was  within  the  desired  range  approximately 
90%  of  the  time,  and  the  blue  was  within  limits  85%  of  the  time. 

Video  level  Is  Impacted  by  laser  output,  optical  path 
alignment  (In  particular  the  top  periscope  mirror,  and  PMT  pre¬ 
amplifier  gain).  The  catastrophic  failure  of  the  Argon  laser  Is  ap¬ 
parent  In  the  graphs.  Routine  restoration  of  video  levels  was  accomp¬ 
lished  by  adjustment/alignment  of  the  following: 

PMT  Pre-amplifier  gain 

81 ue-Green-Yel 1 ow  Dlchrolc  mirrors  (laser  table) 

Top  Periscope  mirror  (optical  Input  to  scanner) 
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The  top  periscope  mirror  was  the  most  critical*  both 
In  terms  of  the  frequency  of  adjustment  and  the  Impact  upon  video 
output.  Beam  displacements  attributable  to  alignment  shifts  of 
this  mirror,  through  vibration  or  temperature  effects,  was  addressed 
In  the  breadboard  design.  A  beam  angle  servo  design  exists  In  the 
scanner  support  optics.  Mechanical  design  deficiencies  and  dead  zone 
characteristics  of  the  photo  sensor  utilized  limit  the  effective¬ 
ness  of  the  system  to  low  frequency,  large  amplitude  alignment  shifts. 
A  candidate  photo  sensor  with  significantly  better  resolution  Is  under 
study  for  application  In  the  final  design.  The  Improved  sensor  and 
Improvements  In  mechanical  design  are  expected  to  provide  a  much 
Improved  beam  angle  servo  system  and  Improved  video  level  stability. 

Resolution  throughout  the  assessment  was  good.  Horizontal 
resolution  In  particular  was  consistently  7.0  arc  minutes  or  better. 
Vertical  resolution  was  less  stable,  but  was  generally  7.0  arc  min¬ 
utes.  Resolution  of  less  than  7.0  arc  mlni/tes  was  experienced  for 
11  hours  of  operation,  with  a  worst  case  of  8.77  arc  minute  resolu¬ 
tion. 

The  performance  described  above  was  accomplished  primarily 
In  a  "hands-off"  mode.  The  plan  was  to  make  adjustments  as  needed 
after  8  operational  hours  (even  days)  or  16  operational  (odd  days). 
This  procedure  was  adhered  to  except  when  unscheduled  maintenance  due 
to  equipment  failure  or  serious  performance  degradation  made  continued 
operation  Impractical.  Such  unscheduled  maintenance  was  discouraged 
to  provide  as  much  Information  as  possible  on  the  stability  of  the 
system.  It  Is  significant,  however,  In  assessing  the  impact  of  the 
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data  upon  the  availability  potential  of  the  final  design,  to  con¬ 
sider  that  most  adjustments  to  Improve  performance  could  have  been 
accomplished  on-line,  without  Interrupting  operation. 

Specific  maintenance  actions  and  frequency  of  maintenance 
are  discussed  In  Section  5.3  Parametric  Estimates  of  this  report. 

5. 2  Critical  Failure  Modes 

Five  hardware  problems  were  experienced  during  the  assess¬ 
ment.  These  problems  are  summarized  below: 

Spinner  electronics  (Intermittent) 

Spinner  air  supply  (facility) 

Argon  laser  power  supply  relay 
Argon  laser  rear  cavity  mirror 
Argon  laser  plasma  tube 

5.2.1  Spinner  Electronics  Intermittent 

An  Intermittent  associated  with  circuit  card  220  caused  a 
loss  of  spinner  synchronization  and  resulting  automatic  shut  down  of 
the  spl’nner.  Attempts  to  resolve  this  problem  during  the  assessment, 
Including  replacement  of  the  connector,  were  not  completely  success¬ 
ful  and  a  spare  card  was  not  available.  Subsequently,  a  poor  solder 
Joint  at  a  potentiometer  was  located  and  corrected.  Although  a  total 
of  16  such  dropouts  occurred,  all  occurred  wltlUn  the  first  4  days 
of  test,  Including  4  In  a  15  minute  period.  This  problem  Is  believed 
to  be  caused  by  the  poor  solder  joint  on  the  circuitry  of  the  bread¬ 
board  Speedring  220  card.  This  particular  problem  Is  a  classical 
electronic  equipment  problem,  and  Is  not  unique  to  the  LSIG  design 
concept.  It  Is  believed  that  the  production  version  of  these 
electronics,  will  effectively  minimize  such  occurrences.  (It 
should  also  be  noted  that  the  spinner  protective  circuitry  operated 
as  Intended  -  It  consistently  sensed  the  problem  and  shut  the 
spinner  down )  . 
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5.2.2  Spinner  Air  Supply 

During  the  final  day  of  test,  the  external  air  com¬ 
pressor  which  supplies  air  to  the  spinner  assembly  failed.  The 
loss  of  pressure  was  sensed  and  the  system  safely  shut  Itself 
down. 

The  pump  Is  an  ol 1 -less  design,  and  It  Is  suspected 
that  the  teflon  rings  In  the  pump  wore  out.  The  system  has  been 
In  service  for  approximately  three  years.  Failure  analysis  of 
the  pump  has  not  been  completed,  but  the  failure  Is  not  uncharac¬ 
teristic  of  teflon  rings.  The  failure  Is  within  the  compressor 
and  Is  of  the  type  expected  of  this  class  of  electro-mechanical 
equipment.  The  mode  of  failure  Is  absolutely  unrelated  to  Its  ap¬ 
plication  on  the  LSIG. 

Repair  of  the  pump  In  a  brief  period  was  not  feasible, 
so  the  spinner  was  operated  using  Nitrogen  gas  as  the  bearing 
Instead  of  air.  System  operation  Is  not  degraded  using  Nitrogen, 
Indeed  Nitrogen  offers  superior  dryness  and  cleanliness  with  re¬ 
spect  to  air.  Operation  of  the  system  using  Nitrogen  is  constrained 
only  by  the  supply  and  spinner  consumption  rate  of  125  cubic  feet 
per  hour  at  165  FSI. 


< 
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5.2.3  Argon  Laser 

The  Argon  laser  proved  to  be  the  most  troublesome  compon¬ 
ent  of  the  entire  system.  After  operating  for  approximately  1200 
hours  (including  two  days  of  the  assessment  period)  the  laser  output 
fell  below  the  4  watts  required.  Inspection  of  the  rear  cavl.ty  mir¬ 
ror  revealed  a  small  spot,  believed  to  be  a  burn  at  the  beam  impact 
area.  Cleaning  the  mirror  and  rotating  the  burn  spot  out  of  the 
beam  Impact  area  was  not  successful.  Laser  alignment  and  Increasing 
plasma  tube  current  from  30.5  to  33.5  amperes  produced  4  watts  maxi¬ 
mum  (laser  rated  at  5  watts).  The  laser  operated  for  approximately 
15  hours  without  further  Incident.  The  following  mornings,  laser 
power  at  turn-on  was  3.1  watts.  The  rear  cavity  mirror  was  replaced, 
a  capacitor  In  the  power  supply  replaced  (at  the  suggestion  of  Spectra- 
Physics)  and  the  laser  realigned.  Maximum  power  output  attainable 
was  3.9  watts  at  a  current  of  36  amperes.  Operation  commenced  at 
that  level  and  continued  for  approximately  12  hours  at  which  time  the 
laser  failed  completely.  Unavailability  of  a  replacement  precluded 
operation  the  following  day,  Friday  December  5,  1980. 

Spectra-Physlcs  personnel  replaced  the  plasma  tube  Saturday 
afternoon.  A  relay  In  the  power  supply,  which  had  not  failed,  but 
which  was  considered  marginal,  was  also  replaced  and  the  system  was 
powered  up  and  aliened  to  specification  and  shut  down  for  the  weekend. 

The  system  operated  very  well  for  the  following  two  days  of 
test.  On  Wednesday,  video  levels  degraded  and  could  not  be  restored 
through  optical  path  alignment  or  video  amplifier  gain  adjustment. 
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It  was  observed  that  low  gas  pressure  alarm  In  the  Argon  laser 
supply  was  actlvlated.  The  gas  pressure  In  the  plasma  tube  was  1n- 
creased  to  the  proper  level  via  the  key  operated  pressurization  sys¬ 
tem  In  the  supply.  An  automatic  tube  pressure  monitor  prevents  over¬ 
filling.  Operation  of  the  laser  at  rated  power  was  Immediately  restored. 

Investigation  of  these  events  yielded  the  following: 

(1)  Because  of  the  deterioration  of  the  plasma  tube  and 
the  Ineffectiveness  of  the  rear  cavity  mirror  replace¬ 
ment  upon  the  laser  output,  It  Is  uncertain  that  the 
original  mirror  failed.  A  minute  spot,  suspected  as 
caused  by  a  dust  particle  Incinerated  by  the  laser 
beam  on  the  mirror  surface  was  observed,  but  not  con¬ 
firmed  as  adversely  effecting  operation. 

(2)  Preliminary  analysis  by  Spectra  Physics  indicates  the 
pressure  of  the  argon  gas  In  the  plasma  tube  was  too 
high.  The  Increased  pressure  requires  a  supply  voltage 
In  excess  of  that  attainable  with  the  breadboard  sys¬ 
tem.  Cause  of  the  Increased  pressure  has  not  been 
confirmed,  but  the  failure  Investigation  Is  centering 
upon  the  solenoid  operated  gas  fill  valve.  Spectra- 
Physlcs  has  recorded  previous  fill  valve  failures  but 
such  failures  are  Infrequent  (less  than  1?-  nf  field 
returns)  and  are  not  considered  to  be  a  problem 
with  this  design. 

(3)  The  need  to  raise  the  Internal  pressure  of  the  noble  gas 

within  the  plasma  tube  Is  a  result  of  entrapment  of  some 

of  the  gas  In  the  walls  of  the  bore  In  operation.  This 

phenomenon  Is  well  understood  and  the  gas  reservoir  and 

filling  provisions  of  the  laser  supply  are  Incorporated 
to  ensure  an  adequate  supply  of  gas  for  5000  to  10,000 
hours  of  operation.  j 
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5.3  Parametric  Estimates 


The  breadboard  LSIG  Is  essentially  a  development  system. 
Intended  to  prove  viability  of  the  design  concept. 

Significant  design  differences  exist  between  the  bread* 
board  and  the  proposed  production  system.  Such  differences  as  a 
single  gas  laser  Instead  of  the  two  In  use  on  the  breadboard.  Improve¬ 
ments  In  the  laser  table  configuration  with  Improved  thermal  stability 

error  detection  and  Improved  alignment  caoabl 1 1  ties ,  beam  angle  servo 
compensation,  etc.,  are  discussed  in  detail  in  the  Engineering  Report 
prepared  by  Link.  These  differences,  and  the  comparatively  short  dura¬ 
tion  of  the  assessment,  precludes  drawing  any  strong  conclusions  re¬ 
garding  either  the  quantitative  reliability  and  maintainability  char¬ 
acteristics  of  key  components  (such  as  the  plasma  tube)  or  the  pro¬ 
duction  configuration  of  the  LSIG  itself.  Despite  such  differences, 
sufficient  conceptual  and  hardware  similarities  exist  to  generate 
considerable  Interest  in  those  parameters  impacting  operational  readi¬ 
ness  and  logistic  resources-  Accordingly,  estimates  of  several  para¬ 
meters  have  been  developed. 


Parameter 

Power-on  hours^ 

Breadboard  LSIG  System 
Spinner  Assembly 
Argon  Laser 
Krypton  Laser 
Dye  Laser 


Estimated  Value 


283 

320 

297 

316 

318 


Operational  Availability^  72e-{ 

Scheduled  Hours  160 

Operational  Hours  115.5 

Unscheduled  Maintenance  Actions^  27  (9) 
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Parameter 


Estimated  Value 


Mean-Time -Be  tween -Maintenance^ 

Mean-T 1 me -Be tween- Fa 1  lure® 
Breadboard  LSIG  System 
Spinner  Assembly 
Argon  Laser 
Krypton  Laser 
Dye  Laser 

Mean -Time -To- Repair 

Frequent  Adjustments/Alignments 
Top  Periscope  Mirror 
Laser  Table  Olchrolc  Mirror 
PMT  Pre-amplifier  Gain 
Laser  Table  Beam  Pointing  Mirror 
Typical  Alignment  Time  (System) 


4.25  (10.5)  hours 


14 

(94) 

hours 

18. 

8  160) 

hours 

99 

(297) 

hours 

316 

hours 

318 

hours 

2  - 

4  hours  typical 

60  minutes 


1.  Includes  172  hours  on  the  lasers  and  165.45  hours  on  the 


<! 

i 

1 

J 

i 

4 

time.  Computed  as  the  ratio  of  achieved  operation  to  scheduled  \ 

operation.  Includes  logistic  delay  time  (no  spares  available  1 

-1 

at  llbrascope).  ] 

3.  Parenthetic  figure  excludes  spinner  dropouts  to  illustrate 

significant  impact  this  one  problem  had  on  calculations.  ] 

4.  Includes  scheduled  adjustments  and  alignments.  Parenthetic 

figure  excludes  spinner  dropouts.  j 

j 

5.  Parenthetical  figures  consider  the  spinner  electronics  Inter-  ’ 

mittent  as  one  equipment  problem,  and  exclude  the  argon  laser  J 

power  supply  relay  and  rear  cavity  mirror  replacements  on  the  j 

4 

premise  that  the  cause  of  failure  was  the  plasma  tube  fill  valve,  \ 

J 

not  these  items.  j 

i 

i 

J 

i 


spinner  assembly  during  the  period  October  9th  through 
November  11th.  No  failures  occurred. 

2.  Assumes  a  hypothetical  schedule  of  16  hours/day  commencing 
at  0700.  Delays  In  commencing  operation  were  treated  as  lost 
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6.0  '  Conclusions 

During  the  assessment  period,  there  were  numerous  maintenance 
actions.  The  nature  and  frequency  of  these  actions  produced  an  Initial 
disappointment  In  the  system's  performance.  It  soon  became  apparent, 
however,  that  the  majority  of  these  maintenance  actions  were  associated 
with  design  limitations  of  the  breadboard  and  Its  support  facilities. 

In  this  regard,  the  lessons  learned  from  the  breadboard  have  been  very 
beneficial  and  will  continue  to  Influence  the'  design  of  the  production 
system.  Specific  design  areas  which  require  Improvement  follow: 

(1)  Beam  stability.  The  laser  table,  and  optical  path 
stability,  should  be  Improved  through  better  match¬ 
ing  of  thermal  coefficients.  An  Improved  beam  angle 
servo  Is  needed  to  provide  automatic  error  correction. 

(2)  PMT  pre-amplifier  gain.  Automatic  gain  control  Is 
necessary.  This  feature  has  been  incorporated  In  the 
production  design. 

(3)  Fault  Isolation/alignment.  The  existing  breadboard 
table  has  rudimentary  alignment  provisions  and  reference 
points.  Extended  maintenance  times  resulted  from  the 
inadequate  provisions  for  alignment.  Additional  delays 
were  frequently  introduced  because  of  the  absence  of 
reference  points  to  aid  fault  isolation.  Corrective 
action  was  based  upon  technician  experience  and  trial 
and  error.  Improvements  must  be  Incorporated  to  facil¬ 
itate  malntenace  by  less  highly  skilled  personnel  and  to 
reduce  alignment  times. 

(4)  System  Dependability.  A  better  understanding  of  the 
effect  of  power-off  periods  on  the  optical  path  align¬ 
ment  Is  required.  Cause  of  morning  start-up  problems 
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must  be  Identified  and  incorporated  in  the  design. 

(5)  Supporting  facilities.  It  Is  very  apparent  that  con¬ 
trol  of  the  laser  table  environment  cannot  be  treated 
lightly.  The  production  design  must  carefully  address 
temperature  control,  air  cleanliness  and  water  tempera¬ 
ture,  cleanliness  and  flow  rate. 

(6)  Spinner  Electronics.  The  breadboard  electronics  pack¬ 
aging  should  be  ruggedized.  The  card  bln  support  struc¬ 
ture  does  not  provide  sufficient  card  support,  and  Is 
not  acceptable  for  installation  on  the  Y  tower. 

The  preceding  design  concerns  are  solvable  and  are  not  in 
conflict  with  the  basic  design  approach.  Indeed,  the  proposed  production 
design  has  addressed  these  concerns.  Figure  13  depicts  the  production 
laser  table  configuration.  The  table  provides  the  following  advantages 
with  respect  to  the  breadboard: 

(1)  Improved  reliability  -  one  gas  laser  and  two  dye  lasers 
offer  Inherent  advantages  with  respect  to  the  breadboard 
configuration  of  two  gas  lasers  and  one  dye  laser.  The 
more  efficient  optical  design  also  permits  operation  of 
the  laser  at  power  levels  well  below  those  of  the  bread¬ 
board.  The  derating  permitted  by  these  low  power  require¬ 
ments  provide  a  potential  for  extended  laser  life. 

(2)  Fault  Isolation/alignment  -  provisions  to  monitor  the 
beam  alignment  have  been  Incorporated  (re:  Figure  13  - 
linear  motion  detector  or  microscope  and  reticle).  Align¬ 
ment  of  each  color  beam  Is  Individually  adjustable  via 
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beam  splitter  (Green  via  01,  Blue  via  02,  Yellow 
via  03,  and  Red  via  04). 

Other  production  system  Improvements  Include  Improved 
beam  stability.  The  laser  table  Itself  Is  designed  to  be  more 
thermally  stable,  and  the  beams  are  combined  before  expansion. 

This  latter  technique  significantly  reduces  performance  degradation 
resulting  from  beam  drift.  Additionally,  a  beam  angle  servo  has  been 
Included  at  the  spinner  Input,  and  Is  an  Improved  version  of  the  bread¬ 
board  design.  Figure  14  Illustrates  the  proposed  servo  design.  (A 
lateral  servo  Is  also  under  consideration,  and  will  be  added.  If  neces¬ 
sary,  at  the  laser  table  output). 

PMT  pre-amplifiers  will  provide  automatic  gain  control  cir¬ 
cuitry.  The  drift  experienced  on  the  breadboard  system  from  this  source 
will  therefore  be  elminated.  The  PMT  banks  will  also  Include  built-in- 
test  circuitry  which  will  permit  rapid  monitoring  of  each  Individual 
PMT  on  a  dally  basis  via  switches  and  LED  displays. 

These  Improvements  are  indicative  of  how  the  design  concerns 
of  the  breadboard  LSIG  have  been  addressed  in  the  production  design. 

It  Is  significant  that  the  breadboard,  despite  Its  defi¬ 
ciencies,  confirmed  that  16  hour  per  day  operation  with  good  visual 
performance  Is  feasible.  With  Its  improvements,  the  production  design 
has  the  potential  for  excellent  operational  readiness. 

No  conclusion  relative  to  laser  life  Is  possible.  Previous 
projections  of  laser  life  can  neither  be  confirmed  nor  refuted.  Fur¬ 
ther  evaluation  of  life  data  and  failure  mechanisms  Is  necessary.  How¬ 
ever,  data  from  the  manufacturer.  Including  failure  mode  information, 
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Indicates  a  life  of  3000-4000  hours  In  the  LSIG  application  environ¬ 
ment  to  be  a  realistic  expectation.  The  manufacturer  of  the  laser, 
Spectra-Physl cs ,  has,  after  reviewing  the  LSIG  application,  extended 
the  warranty  to  2000  hours,  the  price  of  the  unit,  including  extended 
warranty.  Is  therefore  based  upon  a  single  plasma  tube  with  an  expected 
mean  life  of  greater  than  2000  hours.  Figure  15  depicts  survival  prob¬ 
ability  (life)  as  a  function  of  operating  time.  Laser  life  Is  addressed 
In  more  detail  in  the  engineering  report. 

The  impact  of  the  LSIG  upon  the  overall  2833  visual  sys¬ 
tem  reliability  and  maintainability  cannot  be  quantified  on  the 
basis  of  this  assessment  data.  The  design  differences  between  the 
breadboard  and  production  design  and  the  brief  evaluation  period 
prevent  direct  extrapolation  of  assessment  data  to  the  2B33  LSIG. 
Predicted  data  using  classical  reliability  procedures  are  considered 
a  best  estimate,  particularly  for  comparison  purposes.  The  prediction 
for  the  2833  CMS  visual  system* was  updated  to  reflect  the  LSIG  con¬ 
figuration  as  defined  In  the  engineering  report.  This  analysis  has 
been  completed  and  the  following  table  summarizes  the  reliability  and 
maintainability  parameters  obtained  in  addition  to  comparing  correspond¬ 
ing  subsystems  of  each  configuration  from  a  rel 1  a b 1 1 i ty/mal ntai nabi 1 i ty 
viewpoint: 

*  Reference  Maintainability  Status  Report  2B33-3.19,  20  July  1979. 


32 


REASONABLE  EXPECTATION  -  NEAR 


LASER  LIFE  EXPECTANCY 


LSIG 


These  updated  classical  predictions  reflect  a  15.8  percent 
Improvement  In  reliability  using  .the  LSIG  In  lieu  of  the  Camera  Image 
Generator  Hardware.  It  should  be  noted  that  In  both  CMS  and  LSIG 
analyses,  light  bank  and  PMT  bank  reliability  and  maintainability 
parameters  were  excluded  from  the  calculations.  In  the  case  of  the 
LSIG  system,  Link  Reliability  Engineering  chose  to  exclude  the  associated 
failure  rate  ta  for  the  following  reasons: 

a)  The  probability  of  having  no  PMT  site  failures  during 
a  16  hour  training  day  Is  97.8%. 

b)  The  shadowing  effect  of  failure  of  a  single  PMT  site 
does  not  significantly  degrade  the  system.  (Re:  dis¬ 
cussion  of  this  topic  In  the  engineering  report).  The  prob¬ 
ability  of  having  less  than  two  PMT  site  failures  Is 
99.954“,. 

c)  The  probability  of  having  two  adjacent  PMT  site  failures 
(which  would  cause  objectionable  degradation)  Is 

4.839  X  10"8. 
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Since  the  probability  of  having  two  adjacent  complete  site 
failures  (thus  affecting  a  training  mission)  Is  so  minute,  the  R/M 
values  associated  with  the  PMT  bank  were  excluded  from  the  classical 
analyses.  Failed  PMT  hardware  would  be  replaced  on  an  "as  needed"  basis 
during  the  dally  preventive  maintenance  period.  All  previous  R/M 
analyses  of  the  CMS  system  treated  the  light  bank  In  the  same  manner. 

The  L S I G  system  also  Incorporates  an  Automatic  Image 
Correlation  System  which  has  no  counterpart  In  the  CMS  system. 

This  system  Is  described  In  detail  In  the  engineering  report,  and 
Is  Illustrated  conceptually  In  Figure  16.  Fiber  optics  with  PIN 
diode  sensors  Imbedded  in  the  model  board  provide  Inputs  to  elec¬ 
tronics  which  give  active  feedback  for  probe  heading,  pitch,  and  roll 
angles  near  airfields,  target  ranges  and  other  designated  areas.  The 
system  utilizes  approximately  200  diode  amplifier  cards  and  associated 
electronics.  •  The  system  has  an  MT8F  of  approximately  9000  hours,  and 
when  Integrated  Into  the  2B33  visual  system  with  LSIGtresul ts  in  a  sys¬ 
tem  MTBF  of  100.3  hours.  The  overall  MTBF ,  Including  the  Image  cor¬ 
relation  hardware.  Is  2.7%  better  than  the  CMS  system  without  Image 
correlation.  In  this  Instance,  reliability  was  traded-off  for  Improved 
maintainability  and  system  performance.  The  Image  correlation  system, 
in  addition  to  Improving  visual  performance  in  such  areas  as  weapons 
effects,  significantly  reduces  probe  alignments,  a  frequent  and  time 
consuming  task  on  the  existing  CMS  design, 

It  Is  Important  to  note  that  classical  reliability  analyses 
address  catastrophic  part  failures  only,  and  that  other  events  such  as 
wear  out,  drift,  secondary  failures,  and  maintenance  induced  errors 
result  In  a  frequency  of  maintenance  actions  much  higher  than  suggested 
by  MTBF  figures.  The  CMS  for  example,  because  of  drift,  requires 
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frequent  adjustment  and  Is,  per  OT&E  data,  exhlbl tl r,g  a  mean  time  between 
maintenance  actions  of  3-4  hours.  In  this  regard,  the  LSIG  offers 
significant  potential  for  Improvement.  The  breadboard,  despite  Its 
maintenance  liabilities,  exhibited  a  MTBM  greater  than  4  hours, 
and  the  Improvements  of  the  production  design  suggest  a  MTBM  of 
10  hours  Is  feasible.  Factors  contributing  to  the  reduced  require¬ 
ment  for  maintenance  Include: 

a)  Elimination  of  the  hostile  thermal  environment  in¬ 
cluding  gradients  over  the  model  board,  by  eliminat¬ 
ing  the  light  bank. 

b)  Elimination  of  the  camera  and  camera  electronics. 

This  equipment  exhibits  an  inherent  sensitivity  to 
thermal  effects  significantly  higher  than  that  of 
the  scanner  electronics. 

c)  Provisions  for  automatic  drift  compensation  via  PMT 
amplifier  AGC ,  beam  position  servo(s),  and  probe- 
image  correlation.  The  latter  feature  eliminates 
one  of  the  more  frequent  and  time  consuming  probe 
alignment  tasks  of  the  CHS  design. 

The  LSIG  design  Is  superior  from  a  maintainability  view¬ 
point  to  the  CMS.  Although  statistical  estimates  of  MTTR  indicate 
n0  drastic  difference,  between  the  two  competing  designs,  the 
limitations  of  the  analysis  procedure  (catastrophic  failure  only) 
understate  the  true  maintainability  advantages  of  the  LSIG  design. 

MTTR  may  In  fact,  not  change  significantly  because  of  the  much  greater 
Influence  on  that  parameter  of  the  non-image  generator  equipment, 
l.e.,  the  Image  generator  comprises  approximately  20f,  of  the  total 
system  hardware. 
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Maintenance  manhours  per  operational  hour  and  MTBM 
will  be  lower  with  the  LSIG  design  than  the  CMS  design. 

Quantitative  goals  of  300  hours  MT8F  and  30  minutes 
MTTR  were  established  for  the  LSIG.  The  proceeding  discussion 
confirms  that  significant  Improvements  in  these  parameters 
compared  to  the  CMS  have  been  attained,  although  the  established 
goals  were  not.  It  should  be  noted.  In  assessing  these  parameters, 
that  the  Image  generation  portion  of  the  visual  system  represents 
approximately  20%  of  the  total  system,  and  that  even  If  It  were 
perfect,  l.e. »  never  failed,  the  total  system  MTBF  and  MTTR  would 
not  attain  the  design  goals  established. 

The  proposed  LSIG  design  does  offer  the  following: 

a)  Improved  visual  performance 

b)  lower  cost  of  ownership 

c)  Increased  reliability 

d)  lower  frequency  of  maintenance 

e)  reduced  alignment  time 

The  transition  from  breadboard  to  production  LSIG  Is  a 
significant  one.  The  engineering  report  and  this  document  have 
addressed  the  technical  objectives  which  must  be  accomplished  In 
the  production  design.  From  a  reliability  and  maintainability 
point  of  view,  the  objectives  appear  attainable  with  the  proposed 
design. 
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1.  SCOPE  AND  PURPOSE 

This  document  describes  the  test  procedure  to  be  followed  In  conducting 
the  12-Day  Reliability  and  Maintainability  (RAM)  Test  on  the  LSIG  demon¬ 
stration  hardware  as  required  under  the  LSIG  Development  contract.  The 
purpose  of  the  test  Is  to  collect  the  necessary  RAM  data  on  the  laser 
breadboard  hardware  under  controlled  operational  conditions  such  that  a 
RAM  assessment  can  be  made  on  the  proposed  final  LSIG  system  design. 

Oata  collected  during  the  12  day  period  will  supplement  the  reliability 
statistics  from  vendors  of  critical  components,  as  well  as  RAM  data 
collected  on  the  breadboard  system  throughout  the  LSIG  Development  Pro¬ 
gram.  Reliability  and  Maintainability  predictions  on  the  full-scale 
LSIG  visual  system  will  be  made  In  analyzing  such  data.  In  conjunction 
with  engineering  analysis  on  the  RAM  aspects  of  the  final  design.  Exist 
Ing  RAM  data  on  system  components  contnon  to  both  the  camera-model  system 
(CMS)  and  the  laser  scanner  Image  generator  (LSIG)  will  be  used  as  much 
as  possible.  Sections  4  through  6  In  this  document  details  the  daily 
tests.  In  addition,  a  maintenance  log  will  os  kept  to  record  all 
scheduled  and  unscheduled  alignment  and  repair  performed  during  the 
test  period. 


2.  APPLICABLE  DOCUMENTS 

a)  Change  Order  No.  P00023  to  NAVTRAEQUIPCEN  Contract  N61339-74-C-0039. 

b)  "Technical  Proposal  for  Laser  Scanner  Image  Generation  System  De¬ 
velopment  Program",  No.  1168,  by  Link,  7  March  1980. 

c)  "Specification  for  AH-IS  (Cobra)  Flight  Simulator  Device  2B33", 

222-1183,  by  NTEC,  5  November  1979. 

d)  "Laser  Scanner  Image  Generation  System  Study  Final  Report",  LR979 
by  Link,  Revised  28  November  1979. 

e)  "RAM  Assessment  Oally  Test  Procedures  for  Llbrascope  -  LSIG  Product 
Development  Program",  by  Link,  22  August  1980. 
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3.  BREADBOARD  SYSTEM  CONFIGURATION 

The  breadboard  system  configuration  Is  shown  by  the  Block  Diagram 
(Figure  3.-1)  and  by  the  Laser  Table  Schematic  (Figure  3.-2). 

4.  DAILY  PROCEDURES 

The  dally  procedures  to  be  followed  are  described  In  the  sequence 
below.  There  will  be  5  days  (16  hr/day)  of  testing  followed  by  one 
or  two  days  off  and  then  another  5  days  (16  hr/day)  of  testing.  The 
first  day  of  testing  shall  be  numbered  day  number  1  and  each  of  the 
remaining  test  days  shall  receive  a  number  in  sequence.  On  odd  num¬ 
bered  days  the  procedure  In  section  4.3  shall  be  run  after  turn-on 
and  the  morning  readiness  procedure  have  been  completed.  On  even 
numbered  days  the  procedure  in  section  4.4  shall  be  run.  These  pro¬ 
cedures  may  be  modified.  If  necessary,  on  site  (with  both  Government 
and  Link  concurence)  If  the  data  generated  at  the  beginning  of  the 
12-day  period  Indicated  that  a  change  to  the  procedures  would  gen¬ 
erate  more  useful  data  to  correlate  with  the  actual  operation  of  the 
Intended  simulator  (production  2B33). 

4.1  Turn-on  and  Warm- up 

Turn  the  system  on  first  thing  in  the  morning  and  let  It  warm-up 
for  30  minutes.  This  warm-up  time  shall  not  count  as  part  of 
the  16  hour  day. 


FIGURE  3.-2  BREADBOARD  LASER  TABLE 
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Morning  Readiness  Procedures 

The  following  morning  readiness  procedures  shall  be  performed 

sequentially  after  the  30  minute  warm-up  period  and  before  the 

start  of  each  day's  tests: 

a)  Adjust,  If  necessary,  the  Argon  and  Krypton  laser  controller 
currents  to  yield  the  rated  power  output,  as  read  on  the  con¬ 
troller's  Internal  optical  wattmeters  In  the  case  of  the  Argon 
laser  and  on  an  external  optical  wattmeter  placed  at  the  laser 
output  In  the.  case  of  the  Krypton  Laser.  .Ihen  adjust.  If 
necessary,  the  dye  laser  for  the  rated  power  level  measured 

at  the'  output  of  the  dye  laser  using  an  external  optical  watt¬ 
meter  placed  on  the  laser  table.  All  three  lasers  'hould  be 
kept  In  the  TEMqo  mode  during  these  adjustments. 

b)  Check  the  sizing,  centering  and  convergence  of  the  color  moni¬ 
tor  paying  particular  attention  to  the  convergence  In  the  cen¬ 
ter  of  the  CRT.  Adjust  if  necessary. 

c)  Register  the  4  laser  beams  together  by  adjusting  the  appropriate 
optical  components  on  the  laser  table.  If  necessary. 

d)  Focus  the  4  laser  beams  together  by  adjusting  the  beam  expanders 
on  the  laser  table.  If  necessary.  This  may  affect  registration  - 
alternately  adjust  registration  and  focus  until  both  are  correct. 

e)  Adjust,  If  necessary,  the  PMT  high  voltage  to  yield  a  white  sig¬ 
nal  level  of  0.7  V  In  the  red  channel  at  the  output  of  the  bread¬ 
board  video  processor.  Then  adjust  the  blue  and  green  gain  of 
the  Light  Box  preamps  to  yield  a  white  signal  level  of  0.7  V  In 
the  blue  and  green  outputs. 

f)  Check  the  vertical  galvo  deflection  angle  and  centering.  Ad¬ 
just  If  necessary. 


The  time  to  perform  these  morning  readiness  procedures  shall  be 
counted  as  part  of  the  16  hour  day. 
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4.3  Odd  Day  Procedure 

Figure  4.3*1  shows  the  procedure  to  be  followed  on  odd  days. 
The  Intent  of  this  procedure  Is  to  demonstrate  reliability 
and  maintainability  over  a  16  hour  period  and  to  determine 
the  performance  level  of  the  system  over  a  16  hour  period 
without  any  adjustments. 

Therefore,  do  not  make  any  adjustments  to  simply  Improve 
performance.  The  only  adjustments  allowed  (other  than 
probe  servos)  are  those  necessary  to  keep  the  system  opera* 
tlonal  and  these  shall  be  recorded  In  Table  6-1  along  with 
any  failures  that  might  occur.  Adjusting  of  the  probe  In 
heading,  pitch,  roll  and  focus  1*.  allowed  each  time  a  test 
Is  run  because  the  Intent  of  this  procedure  Is  to  determine 
performance  of  the  laser  system  and  not  the  performance  of 
an  existing  piece  of  equipment  (optical  probe).  Reliability 
data  on  the  optical  probe  gathered  on  existing  operational 
simulators  will  be  used  in  the  RAM  analysis.  The  results  of 
the  hourly  tests  shall  be  recorded  In  Table  6-1.  The  tests 
referred  to  In  Table  4.3-1  are  described  In  section  5. 
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HOUR  NO. 


1- 


30  minute  warm-up _ 

a.  Perform  morning  readiness  procedure 

b.  Perform  tests  5.2  thru  5.6 


2- 

Test  5.6 

3- 

Tests  5.6.  5.2,  5.3 

4- 

Test  5.6 

5- 

Tests  5.6,  5.2,  5.3,  5.4,  5.5 

6- 

Test  5.6 

7- 

Tests  5.6,  5.2,  5.3 

8- 

Test  5.6 

9- 

Tests  5:6,  5.2,  5.3,  5.4,  5.5 

10- 

Test  5.6 

11- 

Tests  5.6,  5.2,  5.3 

12- 

Test  5.6 

13- 

Tests  5.6,  5.2,  5.3,  5.4,  5.5 

14- 

Test  5.6 

15- 

Tests  5.6,  5.2,  5.3 

16- 

a.  Perform  Tests  5.6,  5.2,  5.3,  5.4,  5.5 

b.  Record  any  adjustments  necessary  to  return 
system  to  max.  performance  using  morning 
readiness  procedure. 

c.  Repeat  tests  5.6,  5.2,  5.3,  5.4,  5.5 

d.  Shut-down  at  end  of  Hour  No.  16 

17- 


KEY: 

5.2  Power  Outout 

5.3  Video  and  Pedestal 

5.4  Centering  and  Sl2e  ; 

5.5  Color  Registration  ■ 

5.6  System  Resolution 


FIGURE  4.3-1  000  DAY  PROCEDURE 
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4.4  Even  Pay  Procedure 

Figure  4.4-1  shows  the  procedure  to  be  followed  on  even  days. 

The  Intent  of  this  procedure  Is  to  demonstrate  reliability 
end  maintainability  over  a  16  hour  period  and  to  determine 
the  performance  level  of  the  system  over  a  16  hour  period 
with  one  adjustment  period  allowed  after  8  hours  -  i.e., 
the  end  of  the  first  8  hour  shift  during  a  simulator's 
16  hour  training  period. 

Therefore,  the  adjustments  allowed  to  simply  Improve  perform¬ 
ance  are  to  be  made  only  at  the  designated  adjustment  period. 

The  only  other  adjustments  allowed  (besides  probe  servos)  are 
those  necessary  to  keep  the  system  operational  and  these  shall 
be  recorded  In  Table  6-2  along  with  any  failures  that  might 
occur.  Adjusting  of  the  probe  In  heading,  pitch,  roll  and 
focus  Is  allowed  each  time  a  test  Is  run  because  the  Intent 
of  this  procedure  Is  to  determine  performance  of  the  laser  sys¬ 
tem  and  not  the  performance  of  an  existing  piece  of  equipment 
(optical  probe).  Reliability  data  on  the  optica*!  probe  gathered 
on  existing  operational  simulators  will  be  used  In  the  RAM 
analysis. 

The  results  of  the  hourly  tests  shall  be  recorded  in  Table'6-2. 
The  tests  referred  to  In  Table  4.4-1  are  described  In  Section  5. 


4.5  Shut-Down 


Shut  the  system  off  during  hours  outside  of  the  warm-up  and 
operational  test  periods  Indicated  above. 
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30  ml nuts  warm* up 


1-  a.  Perform  morning  readiness 

b.  Perform  te  ;  5.2  thru  5.6 _ 

2-  Test  5.6 

3-  Tests  5.6,  5.2,  5.3 

4-  Test  5.6 

5-  Tests  5.6,  5.2,  5.3,  5.4,  5.5 

6-  Test  5.6 

7-  Tests  5.6,  5.2,  5.3 
8*  Test  5.6 

9-  a.  Perform  tests  5.6,  5.2,  5.3,  5.4,  5.5 

b.  Then  record  any  adjustments  necessary 
to  return  system  to  maximum  performance 
using  morning  readiness  procedure. 

c.  Repeat  tests  5.6,  5.2,  5.3,  5.4,  5.5 

10-  Test  5.6 

11-  Tests  5.6,  5.2,  5.3 

12-  Test  5.6 

13-  Tests  5.6,  5.2,  5.3,  5.4,  5.5 

14-  Test  5.6 

15-  Tests  5.6,  5.2,  5.3 _ 

16-  a.  Perform  tests  5.6,  5.2,  5.3,  5.4,  5.5 

b.  Then  record  any  adjustments  necessary  to 
return  system  to  max.  performance  using 
morning  readiness  procedure. 

c.  Repeat  tests  5.6,  5.2,  5.3,  5.4,  5.5 

d.  Shut  down  at  end  of  Hour  No.  16 


FIGURE  4.4-1  EVEN  DAY  PROCEDURE 


5.2  Power  Output 

5.3  Video  and  Pedestal 

5.4  Centering  and  Size 

5.5  Color  Registration 

5.6  System  Resolution 
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5.  TESTS 

The  following  tests  shall  be  run  during  the  periods  designated 
In  Paragraphs  4. 3, and  4.4.  The  specification  referred  to  In  the 
"Applicable  Spec.  Paragraphs"  section  of  each  test  is  Item  (c) 
of  Paragraph  2.  of  this  document 


5.1  "Light"  Box  Set-Up 

All  of  the  following  tests  make  use  of  the  test  chart  shown 
In  Figure  5.1-1  and  the  Photomultiplier  Tube  (PMT)  "Light" 
Box  shown  schematically  in  the  lower. right  hand  comer  of 
Figure  3-1.  The  PMT  Light  Box  contains  three  PMT's  with 
red,  green  and  blue  filters,  three  preamplifiers,  dif¬ 
fuser  screen(s)  and  a  test  chart  transparency  holder  capable 
of  being  moved  In  X,  Y,  and  1. 

The  tests  are  such  that  once  the  Light  Box  and  Test  Chart 
are  set-up,  all  of  the  tests  can  be  run  without  any  further 
set-up.  The  single  test  chart  contains  all  the  information 
necessary  to  perform  the  five  tests. 

Therefore,  one  general  set-up  procedure  Is  given  In  the 
following  table  which  Is  common  to  all  five  tests. 


1ST  ITEM  CONTROL  ACTION  OR  PROCEDURE  EXPECTED  RESULTS 
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5.2  Power  Output  Level 

5.2.1  Test  Objective 

To  measure  the  laser  power  output  from  the  three 
lasers  -  l.e.,  argon  (blue  and  green),  dye  (yellow) 
and  krypton  (red). 

5.2.2  Test  Equipment  Required 

a)  5  channel  probe  servo  director 

b)  Coherent  Radiation  model  210  optical  wattmeter 

5.2.3  Test  Method 

Read  the  output  of  the  argon  laser  using  the  optical 
wattmeter  built  Into  Its  controller.  Read  the  output 
of  the  dye  and  krypton  lasers  using  an  external  optical 
wattmeter  on  the  laser  table  at  the  output  of  each  laser. 

5.2.4  Initial  Conditions 

System  warmed-up  for  30  minutes. 

5.2.5  Applicable  Spec.  Paragraphs 
None 

5.2.6  Oetalled  Procedure 

The  detailed  procedure  Is  given  In  the  following  table. 
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5.3  Video  Levels _ 

5.3.1  Test  Objective 

To  measure  and  record  the  video  levels  In 
the  red,  green  and  blue  channels. 

5.3.2  Test  Equipment  Required 

a)  5  channel  probe  servo  director 

b)  PMT  Light  Box 

c)  Test  Chart  (Figure  5.1-1) 

d)  50  MHz  oscilloscope 

5.3.3  Test  Method 

Using  the  oscilloscope  and  Camera  Control  Unit  (CCU)  measure 
the  peak  red,  green  and  blue  video  levels. 


5.3.4  Initial  Condition 

System  warmed-up  for  30  minutes. 

5.3.5  Applicable  Spec.  Paragraphs 
None 


5.3.6  Detailed  Procedure 

The  detailed  procedure  Is  given  In  the  following  table. 
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5.4  Centering  and  Size 
.  5.4.1  Test  Objective 

To  verify  that  the  centering  and  size  of  the  Image 
generation  raster  does  not  drift  outside  of  the  allowed 
fleld-of-vlew  tolerance  during  a  sustained  operating 
period. 

5.4.2  Test  Equipment  Required 

a)  5  channel  probe  servo  director 

b)  PMT  Light  Box 

c)  Test  Chart  (Figure  5.1-1) 

5.4.3  Test  Method 

The  PMT  Light  Box  Is  set  up  orthogonal  to  the  probe's 
llne-of-slght.  The  Test  Chart  Is  moved  around  on  the 
light  box  face  (using  the  three  axis  slides)  until  It 
Is  centered  on  the  roll  axis  of  the  probe  and  a  set 
distance  away  from  the  probe  entrance  pupil.  A  check 
Is  then  made  as  to  whether  the  centering  and  sizing  of 
.  the  raster  remains  constant  during  a  sustained  operat¬ 

ing  period. 

5.4.4  Initial  Conditions 

System  warmed  up  for  30  minutes. 

5.4.5  Applicable  Spec.  Paragraphs 
3. 4.5.1  (b),  (d) ,  and  (e) 


5.4.6  Detailed  Procedure 

The  detailed  procedure  Is  given  In  the -following  table: 
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5.5  Color  Registration 

5.5.1  Test  Objective 

To  measure  the  registration  of  the  Laser  Scanner 
Image  Generator  (LSIG). 

5.5.2  Test  Equipment  Required 

a)  5  channel  probe  servo  director 

b)  PMT  Light  Box 

c)  Test  Chart  (Figure  5.1-1) 

5.5.3  Test  Method 

The  Test  Chart  contains  groups  of  horizontal  and 
vertical  bars  spread  throughout  the  fleld-of-view 
of  the  LSIG.  The  spacing  on  these  groups  Is 
10  arc-minutes/line  pair.  Using  the  Camera  Control 
Unit  (CCU)  any  one  color  channel  can  be  displayed -on 
the  8&W  monitor.  The  three  color  channels  are  rapidly 
switched  one  at  a  time  onto  the  B&W  monitor  and  the 
jump  of  the  three  bar  groups  is  estimated  using  the 
10  arc-minutes  spacing  of  the  bars  on  a  reference. 

5.5.4  Initial  Conditions 

System  warmed  up  for  30  minutes. 

5.5.5  Applicable  Spec.  Paragraphs 
4. 1.1. 2 

3. 4. 5. 6.1  (1)  -  as  armiended  by  proposed  spec,  deviation 

3. 4. 5.1  (m)  •  proposed  spec,  addition 


5.5.6  Detailed  Procedure 

The  detailed  procedure  Is  given  in  the  following  table: 
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Record  the  estimated  jump  in  arc-minutes  in  both  horizontal  1121.2  arc-win  after 
position  (horizontal  registration  using  vertical  bars) 
and  vertical  position  (vertical  registration  using  hori¬ 
zontal  bars)  of  the  bar  group.  Each  white  space  is  ..5 
arc-minutes  and  each  black  space  is  ~5  arc-minutes. 
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5.6  System  Resolution 

5.6.1  Test  Objective 

To  verify  that  system  resolution  is  In  accordance 
with  the  specification 


5.6.2  Test  Equipment  Required 

a)  5  channel  probe  servo  director 

b)  PMT  Light  Box 

c)  Test  Chart  (Figure  5.1-1) 

5.6.3  Test  Method 

The  probe  Is  focused  for  best  resolution  and  the 
resolved  group  Is  read  from  the  Air  Force  resolution 
target  at  the  center  of  the  Test  Chart.  No  Schelmpflug 
tilt  Is  used  in  the  probe  and  the  chart  Is  located  at 
a  distance  far  enough  away  to  be  considered  infinity. 


5.6.4  Initial  Conditions 

System  warmed-up  for  30  minutes 


5.6.5  Applicable  Spec.  Paragraphs 
4.1.1. 2 
3. 4.5.1 


5.6.6  Detailed  Procedure 

The  detailed  procedure  Is  given  In  the  following  table: 
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6.0  DAILY  TEST  RESULTS  TABLES 

Tables  6.-1  and  6.-2  are  to  be  used  to  record  the  daily  test 
results  on  odd  and  even  days  respectively. 


o  o 


> 


( 


U3 

Ui 


cza 

< 


3 


)  ( 


O  O' 


MUUSTHC  UTS  |  COfSlSS 

HADt  AT  HOUR  16  I 


Appendix  B 


ASSESSMENT  LOG  SHEETS 


DATE  IJL/t/ao _ . _ WITNESSED  BY:  GOV'T 

LINK 


11-26-80  Pa9e  29 

REV.  A 


TABLE  6.-1  ODD  DAY  TABLE  SHEET  1  of  3 


DATE  la  _  WITNESSED  BY:.  GOV'T 

LINK 


IIORIZ  OARS  TABLE  6.-1  ODD  DAY  TABLE  (CONT'Dl 


OATE  WITNESSED  BY:  GOVT 

LINK 


Page  34 


2 


m 


Mi  t  s 

o  «i  -j  3  a  5 

—  uj  a 

«  y 


fcWMUMI 

■" . 1 . . 


VA 


Bll 

innidHR 

Mwmmm 


>.  <T» 

*  (i 


V»  « 


x  >  *< 
^  v  > 


o  I  —I  ^ 


-  ^  < 


O  r.  Cl  0 
N>  ^  fi 

cr  ^  =■  ^ 


*  ^ 


.it 6;, V 


WITNESSED  B 1:  GOV'T 
LINK 


.  U-2B-BO  Pag«  30 

REvrx 


«  *  3 

15: 


Pag*  32 


I  II  ^ 


HHMBi 

■— 


«  c\ 


V> 


v<J  vO 
Vs  6s 
Os  TJ- 
\3  >3 


0^ 

to 

£  sS 


f»  —  s>  r* 
TT  *0  <s| 

■  *  •  > 

;  «s  - 


i 1  -  - 

TV  — .  » 


— latamaiaigis 

■m 


iO  o  o 

fC^  fO  ro 


O  O 

^  eC| 

•  * 
r-^ 


II 

K\ 

cN 

o 

CV\  j  ^ 

bo  I  C*-  ^ 


TAHIF  6.-?  KVFN  BAY  TABL 


DATE  tt-HjS* _  WITNESSED  BY:  GOV'T 

LINK 


fTF:  HORT7  RFG-^VFRT  BARS  VFRT  RFfi  HDRI7  BARS  TABI F  fi  -7  fwi  m  n«v 


DATE  \  -g  -  ?Q  WITNESSED  BY:  GOV'T 
‘  .  LINK 


TABLE  fi.-l  non  n*v  t»oi  r 


WITNESSED  Ml  60VT 


1 

I 


BMW 


■hi 


V,  ^ 
*  ^ 


&  **■ 


11-26-80 

REV.-*”' 


DATE  _  WITNESSED  BY:  G0V1 

LINK 


v 


OM  TABU 


o  P  0 

o  c  *> 


—HU! 


ABLE  6.-2  EVEN 


WITNESSED  BY:  GOV'T 
LINK 


mi 


C  c 


BMB 
BWBWI 


*  <■<.  -i 1  n- 


f~  Ur-  cf' 


vmm  mm  i  iidiiijumh  i|ijjpi^wi>pippppniinipii 


(MC-M1N)  (ABC-H1H) 


k*i 

9  mi  ^ 


IMB— 

■W 


rivmmwimm 


IHHHBi 


\ 

*  ,  m.  • 

i > 


mi 


(0.1IW3)  3T8V1  MO  M*3  Z  '9  3TM1 


* 


814 


•NOTE  -  Horlt  Res 
Vert  Res 


Ill 


iiif 


i  s 
3  ! 

■^1  m 


85* 

25  .j  u 


mmmmm 

Ibbi— m 


22  I  V  o  0 
Is  T  ^  V'|(A 


o  0,  P 


1 

J 

ivil 

0 

tt) 

"** 

a&HiiieaBaH 

BBS 


CO 


rwi  IM  >13*1  Z-'9 


f5lS,!/l3 


Cbmmm 

WMMBHSBM 


mm 


llauww«i 

Hi 


— 


"  «r  <e 


WITNESSED 


ifter  MJ 


RFO  CHEER  |  BLUE  |  VOLTAGE 

(VOLTS)  (VOLTS)  (VOLTS)  (VOLTS) 


NOTF:  HfWW  nrr.-^YfRT  MR*  ¥FRT  RFC.  MORI  7  RARS  TABtt  6-*?  £VtN  TWt?:  SHEET  7  of  3 


